= A RT Remote Cargo Hook Test pee 


AEROSPACE 


Work Order Customer 


Serial Number Date 


62,500 Static Hold Hold for two Minutes and reduce load to zero 
Electircal, 25 volts No "hang ups" permitted PNA oOo 
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Test Conducted By Signature: 
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